APPENDIX     Regulations on storage of
\~s        Laboratory Waste

This appendix is intended to provide a guide to the hazardous-waste
storage regulations that are important to laboratories that handle modest
quantities of waste from a relatively few points of generation. Large
multisite organizations, particularly those that handle large quantities
of waste and that store it for periods greater than 90 days, will find it
necessary to refer to all of 40 CFR Parts 262, 264, and 265.

A summary and copy of 40 CFR 262 appear in Appendix A. Copies
of those parts of 40 CFR 265, Interim Status Standards for Owners and
Operators of Hazardous Waste Treatment, Storage, and Disposal Fa-
cilities, that are pertinent to smaller laboratories are included in this
appendix. These regulations are those in effect 1 April 1983; readers
must keep abreast of future changes in them (see Appendix M).

SMALL QUANTITY GENERATOR

If an organization qualifies as a Small Quantity Generator (Appendix
A, 40 CFR 261.5), its wastes are not subject to EPA storage regulations
and no storage permit is required. There are no time limits on waste
storage, but the quantity of waste stored must not exceed the limit for
the Small Quantity Exemption. These exemptions may not apply in
states that do not recognize the EPA Small Quantity Generator Ex-
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